1.  Incident  Name 

2.  Date 

3.  Time 

INCIDENT  OBJECTIVES 

Gold  King  Mine 

16  August  2015 

1700 

4.  Operational  Period 


12  Aug  15  0700  hrs  - 1 9 Aug  1 5 0700  hrs 


5.  Genera!  Control  Objectives  for  the  Incident  (include  alternatives) 

1 . Ensure  the  health  and  safety  of  responders. 

2.  Support  the  EPA  response  to  Gold  King  Mine 

3.  Provide  information  related  to  the  response  to  EPA  Region  9 and  other  stakeholders. 

4.  Identify  and  assign  staff  and  other  resources  as  needed  to  support  the  response. 

5.  Coordinate  with  FEMA  on  Mission  Assignments,  funding,  logistical  and  other  issues. 

6.  Address  regulatory  or  technical  issues  related  to  environmental  concerns. 


6.  Weather  Forecast  for  Period 


Shiprock,  NM  : Mostly  Sunny.  Highs  around  95  degrees  F.  East  Wind  6 to  15  MPH 
Night:  Mostly  clear.  Lows  around  63  F.  Norwest  wind  4 to  13  MPH 

Silverton,  CO:  Scattered  showers  and  thunderstorms  mainly  between  2 and  5 PM  Partly  Sunny  with  high  near  79.  Northwest  Wind  5- 
15  MPH.  Chance  of  precipitation  30%. 


7.  General  Safety  Message 

Caution  issued  for  driving  long  distances  and  long  hours  in  Navajo  Region. 


8.  Attachments  (mark  if  attached) 


X 

Organization  List  - ICS  203 

□ 

Medical  Plan  - ICS  206 

X 

R9  EOC  Area  Command  Org 
Chart 

□ 

Div.  Assignment  Lists  - ICS  204 

□ 

Incident  Map 

□ 

X 

Communications  Plan  - ICS  205 

□ 

Traffic  Plan 

□ 

9.  Prepared  by  (Planning  Section  Chief) 


10.  Approved  by  (Incident  Commander) 
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